
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



September 8, 1911 1350 

Rule 64. All saloons shall be provided with one or_ more urinals satisfactory to 
the board of health. Saloons, or other places where liquor is sold to women to be 
drunk on the premises, shall be provided with an independent water-closet for the 
use of women. 

Rule 65. All public halls and railway waiting-rooms shall be provided with sepa- 
rate water-closets for men and women satisfactory to the board of health. 

Rule 66. All rain-water leaders when connected with the house drain shall be so 
connected that there are no openings on which there are fixtures between such con- 
nection and house trap. 

Rule 67. In buildings where the plumbing was done before these regulations 
were in force, if the work be altered, repaired, or added to, or connected with the 
public sewer, such change of the old work shall be made as the board of health shall 
deem necessary for the health of the occupants. 

Rule 68. Connections between cast-iron drain and earthen drain shall be inspected 
and approved by the plumbing inspectoi before the same is covered. 

Rule 69. Under all permits issued for plumbing the work shall be commenced 
within 90 days. [Regulation board of health, adopted May 10, 1910.] 

BARBERS. 

Rule 70. The owner of any barber shop shall equip said shop and keep said shop 
equipped with running hot and cold water, and with all such appliances, furnishing, 
and materials as may be necessary to enable persons employed in or about said shop 
to comply with the requirements of this regulation, and shall keep said shop and all 
furniture, tools, appliances, and other equipment used therein, at. all times in a cleanly 
condition. 

Rule 71. No owner and no manager Of a barber shop shall knowingly permit any 
person suffering from a communicable skin disease or from a venereal disease to act 
as a barber in said shop. 

Rule 72. No person who to his own knowledge is suffering a communicable dis- 
ease or from a venereal disease shall act as a barber. 

Rule 73. Every owner of a barber shop shall cause all combs, hairbrushes, hair 
dusters, and analogous articles to be washed thoroughly at frequent intervals and to 
be kept clean at all times, and shall cause all mugs, shaving brushes, razors, scissors, 
clippers, and tweezers to be sterilized by immersion in boiling water after every 
separate use thereof. 

Rule 74. No barber shall use for the service of any customer a comb, hairbrush, 
hair duster, or any analogous article that is not thoroughly clean, nor any mug, shaving 
brush, razor, shears, scissors, clippers, or tweezers that are not thoroughly clean or 
that have not been sterilized since last used. 

Rule 75. No barber shall use for the service of a customer any towel or wash cloth 
that has not been boiled and laundered since last used. 

Rule 76. Every barber shall cleanse his hands thoroughly immediately before 
serving each customer. 

Rule 77. No barber shall, to stop the flow of blood, use alum or other material, 
unless the same be used as a powder and applied on a clean towel. 

Rule 78. No barber shall use a powder puff or sponge for or in the service of a cus- 
tomer. For shaving barbers shall use separate soap for each customer. 

Rule 79. No barber shall permit any person to use the headrest of any barber's 
chair under his control, unless the headrest is covered with a towel that has been 
washed since last being used, or by a clean new paper. 

Rule 80. No barber shall shave any person when tne surface to be shaved is inflamed 
or broken out or contains pus, unless such person be provided with a cup and shaving 
brush for his individual use. 

Rule 81. No person shall use a barber shop as a dormitory, nor shall any owner 
of a barber shop permit said shop to be so used. 

Rule 82. The owner of any barber shop shall keep a copy of these regulations, to 
be furnished by the board of health, posted in said shop for the information and guid- 
ance of persons working or employed therein. 

Rule 83. Any owner or barber violating any of the provisions of these regulations, 
shall, upon conviction thereof, be fined not more than f 25. [Regulation board of health, 
adopted May 10, 1910.] 

STABLES. 

Rule 84. The erection of all stables shall be begun within 90 days from date of 
license and prosecuted to completion in all their appointments with reasonable 
dispatch; otherwise the license shall be null and void. 



